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P i 0. Box 36 

Warner Rob ins# Georgia ■ 

2fi February 1959 ■ CAA]' 


. ‘ v 

SUBJECT: Government Furnished Material 


25X1 A TO* 



Washington, u 


Dear Dan: I 

la compliance vith fi»V* letter dated 10 Fe^uary l959 ^ 
forwarded your letter DPD 0002-59 dated 30 January 1959, the attached 
liat of Government Furnished property supplied td General Precision 
Laboratory is tendered* -I 


It i* to be noted that, although; only General Precision Lab 
_ nB_£7m anA mp-.^uo were listed., the attached resume c< 


m 




Contracts HP-6701 and HP- 2^9 vere liated, tlw a^hed rasw 
reference to General Precision Lab Contract 
..... work order numbers 10-17-15 end 12-8-16 being ae^xgnnd, ftgainsj ms 

contract, all other vorkordersvere issued agaistet Contract HF-6f01^|^^^ 

.. v .;.a., : " ; "'v ■: ••.; 4 • •■•',’ | , '^, r ' V W% 

e seryioeable aasesfeXies were supplied to fSPL . to 

. •“I 11 '-' r 

. :ll!§||5lS^ please,;adt'4ii«* ; , ■ -lb jfe'fe* 

~‘ , ' v ~ ; ’’ *‘ &*£■<*•* '• • ^ 

'*>,?•£> - -/A-. * '* i. ;? ’*« *3£J * >■ *avv3 /* 

\V- . ; v \ , >!.. V, •'•••>' • * • •:'. *.;. . t ~ . r ■ . " -•■. • ' r ! -;V. ; ; i 
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Scaljftnt 
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^WSkobM 55! 






f^^^oa^r'’- ’ 

■ p|^; 

s 6^12-91 


*iT4^fi3f ': ' 

MSg*^ -,. 

1^': -’ * 

?^4. f ' ■ '■-! ; v;’ : , 


Filter H.P. Inter- 
ference ' 

vlQyatran ’ 


Amp ASSy 

Control As ay 
Driver Assy 
Power Supply 
Azimuth Assy 
Audio Amp Assy 
IF Amp Assy 
Control Amp Assy 
Control Amp Assy 


Serviceable X ^V~U:9033662 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


Serviceable 


900958 6 

9009586 T ; 
9009586 

: : rp y - 

9309586 

9009586 ; 

9009586 v; ^fj 

9009586' ; c : 

■' 9009586 


, . . , >■' . - 

v'. ; , -* ' > . - , ■ r _ 

. ' : 




9/29/58 

9/29/58 

9/29/58 

9/29/58- 

9/29/58 

9/29/58 

9/29/58 

9/29/58 

9/29/58 
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- : ?KIUW ' ' 

y-^ -'"N $F - ? ».•■ • *. 

Antenna, Receiver 
Transmitter Reparable 

^ U : 0 :. -• * • 

— - — Carole Assy Reparable 
Transformer Reparable 



Approved Itbi^i^ease^^/TO^ 



1 

1 


90027.39 

.9002739 

9002739* 


X • 


, _ _ . >;3f‘ 

; • 9/3/5T • 20l6^ t * 

H’.: i-~ v -i-r: •.'•=;• "*' *'?■' ' 

‘9/3/57 ^an£ fc ' X 

^f-i/crr :20l6.; X 


^ : Freq. Tracker Reparable 1 8012938 

m i w w^^ - Reparable^ * 80l4595^4?^I2!- 



6411-1 




<W*;**-* ' 

sgie*f 

■swstfei# -‘6417-1 . 

'^KasTC^V* 5J 

Q t&?5 » l 64ll-36 

15^' - 

: ■ •>&. *' ■ • -' .j '. 

*> : ;j£>y % >-i. ;f|r ,>^?' /• 

„ 1 '■. - •**..* £\:f’l . ’ ^ • " : ' ■ 


6/16/53 


6/16/58 

6/16/58 

.1/6/59 

s/7/58 


Receiver 

Power Supply 

Reparable 

■■t- 

8017128 

*•» : i/3/ f ' ?■ 

X 

5 / 1/58 

Assy 

Axit«nna, 

Reparable 

1 

8019208 

,2- 5-4.' ■— 

X 

4/22/58 

Receiver Transmitter 

Preq, Tracker Reparable 

1 

8019209 

2-5-5 2/5/58 '2052 

X 

• 7/23/58 

Freq. Tracker 

Reparable 

1 

8019985 

2-18-6.. 2/19/58 987001 

X 

7/21/58 

Mixer 

Reparable 

1 

8024370 

3-31-7 3/31/58 .9870-021 

X 

7/11/58 

Freq*. Tracker 

Reparable 

1 

8024593 

4-2-8 ' .4/27/58 9870-022 . 

X 

1/6/59 

Control Assy 

Reparable 

1, 

8024593 

4-2-8 4/27/58. 9870-022 

X 

6/13/58 

IF Amplifier 

Reparable 

2 

8024593 

4-2-8 ' 4/27/58 " Wo-022 

X 

6/12/58 

Assy 

Pre- Amplifier 

Reparable 

.3 

8027498 

4-*>- 9 V 2 ?/?® 3029-029. 

X 

6/13/56 

Assy 

Indicator 

Reparable 

1 

8027498 

4-29-9 4/29/58 3020-029 

X 

10/28/ 58 

Driver Assy 

Reparable 

1 

8029078 

5-7-10 5/7/58 .3020-033 

X 

12/10/58 

• 
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17>S^ 64X2-93 Amplifier 

■ \ • Control Assy 

XB^g r 64l2-93 Amplifier 

Coatr Aeay 

19^^-6411-20 ■ Mixer . . 


’20 i x j 6411-38 ’ ‘ Driver Assy 



Reparable 2 6030736 
Reparable 1 8032397 
Reparable 2 9OOOO39 
Reparable 1 9010228 
Reparable 1 9010228 
Reparable 1 9012917 


Reparable 1 9018573 


5- 20-U 5/20/58 3020-037 . 

•-i. -'-v.-v v;/ 

6- 2-12 „ 6/2/58 3020^3, : ' 

6-30-13 fe/30/56 ! 3oab-o55 ‘ 

• } 

io - sm .4 10/2/58 3020-99 ■ 


10-17-15 ; 10/23, 

ce«pl*tei 12/24/ 


fgggKi 

- * ’;• “ .V • ■•'■" • 


7/14/58 

7/14/58 

1 reed 12/10/= 

1/15/59 

2/3/59 

12/29/58 
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